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ARCHIVES £ RECORDS CENTER 


h February 1971 


25X1 A6a 


MEMORANDUM FOR: Chief, 


SUBJECT 

25X1 A9a 


Engineering Division 


: Work and Storage Area for the Moveable Shelving 
Contractor 

25X1 C4a 


REFERENCE 


: Site Plan • 
Oct. 1970 


The loading dock area and parking area identified on referent 
Site Plan for use by the contractor cannot be made available for con- 
tinued use by a contractor. Use of these areas for storage or park- 
ing would interfere with the normal daily operation of the Archives 
and Records Center. Also, the use of the loading dock would inter- 
fere wi tli the Security classified waste disposal program. 


25X1 A9a 


ATTACHMENT; 

Partial Repro. of Site Plan 
DISTRIBUTION: 25X1 A6a 

J. 4C ~ 

GO -I 


Deputy Chief 


25X1 A9a 
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